LEE  CHAPEL,  W.  &  L.  UNIVERSITY 
LEXINGTON,  VA. 

This  Chapel  was  built  by  General  Robert 
u  E.  Lee  in  1867.  Behind  the  platform,  and 
2;  visible  from  the  body  of  the  Chapel,  is  Val- 
-  entine's  well  known  recumbent  statue  of  Lee. 
=  Below  this  is  the  crypt  containing  the  re- 
>  mains  of  Robert  E.  Lee  and  other  members 
-5  of  his  family. 
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